











FREEZ-D-TECTOR 
with the Roll-A-Way Capacity Korrector 
Tea Mega ee) 


NY Te 
ony $3.95 


(with your old Thermo* Freeze Tester) 





You can save one dollar by purchasing 
this freeze tester now! 

To introduce this new freeze tester 
sensation we offer this $10.00 list in- 
strument for only $3.95 on an exchange 
basis. If you have an old, worn out 
tester on hand now is the time to trade 
it in and get the most for your money. 
For precision—it’s tops. For simplicity 
—it has no equal. 

IT’S THE SENSATION OF 1940 
“MUST HAVE BULB, TIP, ONE GOOD JAR, FLOAT AND THERMOMETER 


LL annele 


CHICAGO, U.S.A. 





MOTOR AGE, November, 1940 







(In Ll wows “Desten 


For Every PURPOSE and PURSE 





F you are interested in the finest anti-freeze tester that money 


ILLUMINATED 


A masterpiece of hydro- 
meter engineering. Com- 
bined in this single in- 
strument is the ability 
to test 101 different solu- 
tions. Two separate jars 
test solutions lighter and 
heavier than water with 
utmost accuracy. A 
splendid instrument for 
testing everything 
quickly and easily— 
priced within the means 
of all service operators. 


TO DEALERS 












Made to test today’s 
most popular nationally 
advertised anti-freezes. 
“Prestone”’ brand ethyl- 
ene glycol, Zerone, Zerex 
and Alcohol. Newly de- 
signed float and scale 
affords maximum read- 
ability. Quality, accu- 


strument the choice of 
servicemen everywhere. 


TO DEALERS 


ZERO 


can buy—we have it. If your budget is limited—we have an instru- 
ment to fit your pocketbook. But whatever tester you choose you can 
be certain of one thing—accuracy and durability are guaranteed to be 
unexcelled. In addition to the instruments illustrated on this page 
Edelmann features a complete line of individual testers that are made 
to test one solution only, such as Zerex, Zerone, ‘‘Prestone’’ brand 
ethylene glycol, Alcohol, Methanol cr Trek Anti-Freeze. Regardless 
of whether you want to test 101 different solutions with one instru- 
ment or specialize in a single brand of anti-freeze we have a tester 
at the price you want to pay. 





TESTERS 


Tests such popular solu- 
tions as Alcohol, ‘‘Pres- 
tone’’ brand ethylene 
glycol, Zerone and Zerex. 
illuminates for nite test- 
ing. Made of heavy, heat 
treated glass, reinforced 
top and bottom; highest 
quality heavy red rubber 
parts with controi capac- 
ity bulb. Completely self- 
contained, no parts or 
charts to become lost. 


TO DEALERS 


MAKERS OF PRECISION INSTRUMENTS SINCE 1908 


When writing to advertisers ptease mention Motor Age 


